WHITT’S MOTEL 
Is a completely modern motel with 
sound-proofed rooms, steam heat, air con¬ 
ditioning, tile baths, easy chairs, reading 
lights, excellent beds and everything 
for your comfort. 

East side of City on U.S. Hiway 66, 
Tulsa, Oklahoma. 
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Whitt’s Motel, 5318 East Eleventh Street, Tulsa, Oklahoma 





